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Daily Staff Meeting 

Monday, 21 May 1951 


25X1 Mr. I I reported on the situation concerning the Watch 

— Committss . and stated that he had had a four hour conference with 
25X1 — discuss the matter and felt that progress was being made 

t to provide a certain alert 
said he would take up the 25X1 

a matter of serious concern. 

25X1 Mr. I I reported that the working staff on psychological 

warfare had completed an organization chart and agenda for the 
Psychological Strategy Board and that a meeting was being called of 
the senior staff to discuss it. 


25X1 I I reported that Dr. Chadwell had returned from 

the latest Atomic Energy tests and was available to report to the 
Director. 


LBK 


eixunougn une mecnanism was n ot such as ye 

to critical situations. Mr. 

matter with Mr. Jackson as he felt it was 
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